BAHA'I  TEMPLE 
WILMETTE,  ILL 
The  Baha'i  House  of 
of    Lake    Michigan  at 
Chicago.  A  nine  sided 
t     steps,    152   feet;  heigh 
dome  98  feet,  beautiful" 
o     quartz   and    white  con 
w     services  persons  of  all 


